A genda for LIMS Vendor Meeting May 4 T 1998 


Time 

Topic 

Participants 

9:00-9:15 

Welcome - A1 Conference Room 

LIMS Team 

9:15-9:30 

Overview of Philip Morris U.S.A. R&D 

J. Sampson, LIMS Team 

9:30-9:45 

IS Overview / Hardware Requirements 

R. Lipps, J. Wickham 

9:45-10:45 

General Questions by Vendors 

LIMS Team 

10:45- 11:45 

Tour CAG & MAG/laffs^r^specific 
questions on initial implementation 

J. Sampson, J. Wickham, C. 
Ament, D. Self, D. Trainer 

11:45-12:00 

Transport to O/C 

J. Sampson 

12:00 -1:00 

Lunch at O/C 

LIMS Team (Optional) 

1:00-1:45 

Tour PTL, answer specific questions 

^ /3 uqJ'-'xza y 

J. Sampson, D. Trainer, S. 
taffoon, R. Lipps, J. Wickham 

1:45-2:15 

Tour Semiworks, review SW information 
system and answer specific questions 

J. Sampson, D. Trainer, S. 
Laffoon, R. Lipps, J. Wickham 

2:15-2:30 

Return to R&D - A1 Conference Room 

J. Sampson 

2:30 - 3:30 

Answer specific questions from vendors 

LIMS Team 

3:30-4:00 

Private question time (iimit to 10 minutes 
from each vendor) 

LiMS Team 
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Source: https://www.industrydocuments.ucsf.edu/docs/hxcl0001 




































